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LIMITED OFFICIAL USE HONG KONG 10901 

DEPT FOR A/SY/T; TAIPEI FOR RSO 

E.O. 11652: N/A 
TAGS: ASEC 

SUB J : TEAR GAS DISPENSING SYSTEM, HONG KONG 

REF: 8/18 MEMO TO RTCS ON SUBJECT: TEAR GAS DISPENSING SYSTEM 

1. PRIOR TO RECEIPT OF REFERENCE, POST EXPRESSED INTEREST IN 
HAVING DISPENSING SYSTEM INSTALLED IN COUNTER-TERRORISM FACILITIES 
NOW BEING INSTALLED AT CONSULATE GENERAL. 

2. UNDER CIRCUMSTANCES AND IN LINE WITH MEMO’S RECOMMENDATION 
TO INTITATE RTC FAMILIARITY WITH SYSTEM, REQUEST ONE SYSTEM 
WITH FIVE DISPENSERS FOR INSTALLATION IN HONG KONG CONSULATE. 
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